Town of Arlington 
Zoning Board of Appeals 
Meeting Agenda 

July 14, 2020 
7:30 P.M. 

Conducted by Remote Participation 
1. Executive Order on Remote Participation 

Agenda Items: 

1) Docket # 3515 Arlington Land Realty LLC, Thorndike Place. (CONTINUED 
HEARING) 

Arlington Land Realty LLC is seeking approval for a Comprehensive Permit under M.G.L. 
Chapter 40B, Sections 20-23 and the regulations promulgated thereunder, 760 CMR 56.00 et 
seq, for the construction of a two hundred and nineteen (219) dwelling unit development 
Thorndike Place, (also known as the "Mugar Property")\ 

"Due to the overwhelming interest in this project, as evidenced by the amount of public comment 
received to date, we anticipate we will need to limit the amount of oral public comment 
presented at this hearing. We strongly encourage public comment to be submitted in writing to 
the Board. We also note that this hearing is only one in a series of hearings going forward with 
respect to this application." 

Members Vote: Approval of Meeting Minutes from ZB A remote hearing on June 23, 2020. 

Zoom Meeting Information 
.When: July 14, 2020, 7:30 PM Eastern Time 
Topic: Zoning Board of Appeals 
Register in advance for this webinar: 

https://zoom.us/webinar/registerAVN_sVpEEjBJSci32fld4TkxOQ 

After registering, you will receive a confirmation email containing information about joining the 
webinar. 



